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A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquiltzing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 
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11. Pigs 
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and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be sDecified and exDlained bv the 

3E5? bV ^ Jns “ ( ^rmat Care and Use Coovrittee (IACUC). A summary of all the except!!^ 
addition to Identifying the lACUC-appraved exceptions, this summary Includes a brief explanation of the exceptions as well as the species and number of animals affected. 
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